Subject: 


Updated: Ql Meeting 


Location: 133 


Start: 1/7/2009 2:00 PM 

End: 1/7/2009 3:30 PM 

Show Time As: Busy 


Recurrence: (none) 


Meeting Status: Accepted 


Organizer: DiNatale, Margaret (DPH) 

Required Attendees: DiNatale, Margaret (DPH); Caloggero, Dina (DPH); Gilchrist, Mary (DPH); Han, 
Linda (DPH); Szymczak, Elizabeth (DPH); Massif, Julianne (DPH); Smole, Sandra 
(DPH); Nawn, Kathleen (DPH); Borne, Alan (DPH); Belanger, Peter (DPH); Stiles, 
Tracy (DPH); Peppe, Joseph (DPH); Gauthier, Cheryl (DPH); Swanson, Tanya 
(DPH); Stowell, Marcia (DPH); Clemmer, Jill (DPH); Jenner, Jennifer (DPH); Salemi, 
Charles (DPH); Rubin, Alan (DPH); Jacobsen, Patricia (DPH); Konomi, Raimond 
(DPH); Chen, Karen (DPH); Hennigan, Scott (DPH); Wang, Xingtai (DPH) 

Resources: 133 

Ql meeting agenda 

1. Send out specimens 

a. CLIA certificates from all reference laboratories 

b. Handling of QMS / unacceptable specimens that are tested by outside laboratories 

1. Does your lab have the specimen requirements from the reference labs? 

2. If your lab has the specimen requirements from the reference lab, if the sample is 

unacceptable or QNS: 

a. do you send sample and leave it to the reference lab to reject? 

b. do you reject sample and send a report indicating that the sample is 

unacceptbale? 

c. Comparison of turn around times for the CDC sendouts (March data vs. November data) 


2. Ql Projects - labs that haven't submitted lists 

a. 2007 

b. 2008 

3. Questions / concerns related to CLIA inspection scheduled for Jan. 12-14 
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